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SUMMARY ANALYSIS 


REMOTE VIEWING SESSION 804 


1. (S/NOFORN) This report documents a remote viewing session conducted 
in compliance with a request for information. 


2. (S/NOFORN) The remote viewer's impressions of the target are provided 
as raw intelligence data, and as such, have not been subjected to any 
intermediate analysis, evaluation or collation. Interpretation and use of 
the information provided is the responsibility of the requestor. 


3. (S/NOFORN) The protocol used for this session is detailed in the 
document Grill Flame Protocol, AMSAA Applied Remote Viewing Protocol (5S), 
undated. 


4, (S/NOFORN) Following is a transcript of the viewer's impressions during 


the remote viewing session. At TAB A is target cuing information provided 
the remote viewer. 


NOT RELEASABLE TO FOREIGN NATIONALS 


Approved For Release SEG : Bel ese nest 


Approved For Release 2000/08/07 : CIA-RDP96-00788R000600880001-0 


TRANSCRIPT 


REMOTE VIEWING SESSION 804 


TIME 


#20.5: This will be a remote viewing session for 14 August 1981 
with a start time of 1100 hours. 


Your mike workin'? 
#825: Yeah, I think so. 
#20.5: Okay, we'll find out. 


(SESSION TERMINATED) 
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TARGET CUING INFORMATION 


REMOTE VIEWING SESSION 804 


1. (S/NOFORN) At the start of the. session t lever was provided the 
target geographic coordinates aera a) SGIA 


2. (S/NOFORN) This was the first session for this viewer against this target. 
Session was terminated prematurely because viewer could not relax. 
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